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THIS DOCUniENV CONTAINS tnrORMATION AFFECTI NO TKS NATIONAL OBPENSE 
OF THB ONITBD STATES. WITHIN THE UBANtNO OP TITLS 18. SaCTlONS 79S 
AND 794. OF THB «. S. CODI. AS ANINDBD. ITS TRANSSISSIOfl OR REVEL- 
ATIOW OF ITS CORTBNTS TO OB RECEIPT BV AH OHAUTHORIZBD PIRSON 
IS PROHIBITED BY LAW THl REPRODUCTIOK OF THIS FORfl IS PBOMiBITSD. 
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THIS IS UMEVALUATED INFORmHOM 


SOURCE 


25X1 

Information on the numbers o.f loconiotivos repaired in railroad repair 

sh'^ps in January 1953? 


Railroad Damge Categories 


Re pa.ir Shop 

LQ 

1.2 


14 

UG 

EX 

Total 

Tempelliof 

2 

3 

6 

2 

1 

1 

15 

Cottbus 

5 

3 

7 

3 

- 

- 

18 

Chemnitz 

3 

3 

9 

«. 

1 


21 

Schlauroth 

1 

5 

4 

3 


- 

13 

Zwickau 

4 

13 

6 

9 

- 

1 

33 

Me iningen 

3 

13 

9 

- 

- 

- 

25 

Halle 

4 

9 

3 


1 

- 

22 

Leipzig 

4 

11 

13 

2 

1 

1 

37 

Blaiiicenbux’g 

2 

1 

4 

- 

- 

- 

7 

Stendal 

3 

18 

5 

16 

1 


43 

VJittonberge 

2 

4 

4 

1 

- 

- 

11 

:teLsdorf 

- 

2 

- 

- 

- 


2 

Luckenwalde 


3 

- 

- 


- 

3 

Total 

33 

93 

Si* 

36 

5 

3 

250 

Target 

20 

106 

97 

77 

10 

12 

322 


(lote. Basdorf and Luckenvralde repair installations are suborditmte 
to the Teiapelhof railroad repair shop* 


25 X 1 A 


^Com n pnte As compared with December 1952, 95 fewer locomotives 
X'Tere repaired, probabl^r because of lack of material. The over-all 
repair perfo.rmance reac5hed about 73 percent of the target fixed, 
labile repair work on locomotives v;ith heavy and heaviest damages 
(Damage Categories L 3 and ET) remained far below that level*' The 
l.'uiief voiced in a previou:3 report that the target fig^ires fixed 
for locomotive reT>alr v.^ork in 1953 are too high was proved correct 
for JanuarT/" 1953. | ~| 2 5X1 A " 
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